in a CRT, the control grid is often used to control

a.    focusing.

b.    aperture  width.

c.    intensity.

d .     none of the above.
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The aquadag coating is used to

a.
b.
c .
d.

prevent light from entering the back of the CRT.

focus the electron beam.

prevent secondary emission.

prevent a negative charge from building up on the screen

63   items   listed  below  are   true?
